ay 
Sy 


“fi 


“ . % - « CL or vs Te tat oe ie 
Bureau of oten a 


JUL 1 7 193] 


U. S. DEPARTMENT OF COMMERCE 


TECHNICAL NEWS BULLETIN 


\ 
t. 


OFT 


«%A 


. 
C2 fe a, + 
ch . < 3 XY <> 


E BUREAU OF STANDARDS 


ISSUED MONTHLY 


x Ae ee ‘ Washington, July, 1931.—No. 171 


Cooperation with foreign national labora- 
tories. 

International committee on weights and 
measures. 

International comparison of electrical units. 

Conference of State utility commission en- 
gineers. 


Calibration of steel tape bench. 


Metering large volumes of air. 
Visible and ultra-violet absorption spectra 
of carotin and xanthophyll. 


* Dominant wave length and purity of color 


stimulus. 


CONTENTS 


Measurement of Lenard rays. 

Density versus composition of soda-silica 
glasses. 

Volume changes due to weathering. 

Soil corrosion studies during 1930. 

al ea of salts used for curing hides and 
skins. 

Relation of paper-making processes to sta- 
bility of papers. 

New and revised publications issued during 
June, 1931. 

Recent articles appearing in outside publi- 
cations. 


COOPERATION WITH FOREIGN 
NATIONAL LABORATORIES 


For many years the National Bureau 
of Standards has cooperated with the 
leading foreign national laboratories, 
notably those of Germany and Eng- 
land, in maintaining uniformity of 
those standards for which there has 
been no international coordinating 
agency. Uniformity of the fundamen- 
tal standards of length and mass has 
been maintained by the activity of the 
International Bureau of Weights and 
Measures. The maintenance of many 
other standards, such as those for elec- 
tricity, photometry, temperature, etc., 
has been left to the several national 
laboratories. The advantages of fre- 
quent intercomparisons of the national 
standards in promoting uniformity of 
standards were recognized at an early 
date, and there have been numerous 
interchanges of standards among the 
various laboratories. Recently a pro- 
posal of the bureau for an interchange 
of personnel between the national lab- 
oratories was accepted by the Physi- 
kalisch Technische Reichsanstalt and 
Prof. Dr. F. Henning, chief of the divi- 
sion of heat and pressure of the Reichs- 
anstalt, came to the bureau to collab- 
orate on problems of temperature 
measurement and in investigations of 
the use of black bodies as standards of 
light. To complete the exchange, Dr. 
G. W. Vinal, of the National Bureau 
of Standards, is now at the Reichsan- 
stalt engaged in investigations of elec- 
tric standards. 
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Professor Henning brought to the 
bureau two platinum resistance ther- 
mometers which were part of a group 
that had been used in an intercompari- 
son (not yet completed) of the stand- 
ards of the National Physical Labora- 
tory of Great Britain, the Reichsan- 
stalt, and the National Bureau of 
Standards. He also brought standard 
thermocouples and some special lamps 
for which the current-temperature re- 
lation had been determined, so that 
means were available for making com- 
parison over the entire range covered 
by the International Temperature 
Seale The work done on the inter- 
comparisons of the temperature scales 
illustrates very well the advantages 
of the modern tendency to use, where- 
ever possible, standards which are re- 
producible from definitions. In com- 
paring the Reichsanstalt’s resistance 
thermometers with those of the bu- 
reau, for example, exactly the same 
procedure was followed as would have 
been necessary if all the working 
standards had been destroyed. The 
thermometers were first calibrated at 
the ice point, steam point, and the 
boiling points of sulphur and oxygen, 
and were then used to measure other 
temperatures, such as the freezing 
points of antimony, lead, tin, and mer- 
cury, and the normal sublimation 
point of CO. The new calibrations 
and measurements were found to be 
PC SME MES Ni rterstty es Meee meen eee Cer eme uae em 

1B. S. Jour. Research, Vol. 1, (RP22), 
p. 635; 1928. 
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in agreement with those previously 
made at the bureau or at the 
Reichsanstalt within 0.02° or 0.03° in 
all cases, and for most of the points, 
the agreement was very much better. 
Thus it was shown to be possible, in 
the course of a few weeks to reestab- 
lish the temperature scale with high 
accuracy, even if no calibrated stand- 
ards were available at the start. 
Similar results were obtained in in- 
tercomparisons of thermocouples, and 
in measurements of high temperatures 
with optical pyrometers. 

Professor Henning also collaborated 
in a new determination of the freezing 
point of iridium. 'The method used was 
the same as that used previously at 
the bureau for determining the freez- 
ing point of platinum, as described in 
Research Paper No. 326 in the June, 
1931, number of the Bureau of Stand- 
ards Journal of Research. This meas- 
urement is apparently the first accu- 
rate determination of this temperature, 
as the value found, 2,452° C., is be- 
lieved to be accurate within a few de- 
grees, although it is about 100° higher 
than the previously accepted value for 
the melting point of iridium. Profes- 
sor Henning is joint author of the 
paper in which this work is to be 
described. 

Further measurements with black 
body standards of light were also 
made. <A repetition of the measure- 
ments with the Waidner-Burgess 
standard’ confirmed the results of the 
previous work. Measurements of the 
candlepower of a black body immersed 
in freezing iridium resulted in a pre- 
liminary value of 1,222+10 candles 
per cm’, while the value calculated 
from the temperature was 1,220 can- 
dles per em*. The value found, 1,222 
candles per em’, corresponds to a tem- 
perature of 2,452.6° C. Thus the 
photometric determinations and the 
temperature measurements are concor- 
dant far within the limits of accuracy 
measurement. 

While the scientific results obtained 
during Professor Henning’s stay at the 
bureau are of great interest and value, 
an even more important result is to be 
found in the promotion of better under- 
standing and closer cooperation be- 
tween the national laboratories which 
will enable them to work more effec- 
tively in establishing and maintaining 
uniform standards. Although no for- 
mal arrangements have yet been made 
for continuing these exchanges of per- 


2B. S. Jour. Research, Vol. 6 (RP325), 
p. 11035; 19381. 
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sonnel, the highly successful results of 
this first venture indicate that such 
exchanges would be a most valuable 
addition to the programs of the na- 
tional laboratories. 


INTERNATIONAL COMMITTEE ON 
WEIGHTS AND MEASURES 


The regular biennial meeting of the 
International Committee on Weights 
and Measures held at Paris, April 10 
to 18, 1931, was attended by Dr. S. W. 
Stratton, former Director of the Na- 
tional Bureau of Standards, who is 
the American member of this commit- 
tee. Official reports of the meeting 
have not yet been issued, but infor- 
mal reports indicate that satisfactory 
progress was made on several techni- 
cal questions. In particular, the com- 
mittee definitely adopted 20° C. (68° . 
F.) as the normal temperature for 
adjustment of industrial standards for 
length measurements. 


The committee also approved with- 
out change the resolutions regarding 
photometric and electrical units and 
standards submitted by its Advisory 
Committee on Electricity and Photom- 
etry. These resolutions were reported 
in full in TecHnicAL News BULLETIN 
No. 164, 115 (December, 1930). In 
brief, the resolutions on photometry 
recommend the use of a “ black-body ” 
radiator as a primary standard of 
light, request other laboratories to 
give special study to the form of black 
body operated at the freezing point of 
platinum which has been developed at 
the National Bureau of Standards, ask 
all countries to accept the unit of 
light known as the International 
Candle, propose that the national 
standardizing laboratories cooperate 
in establishing and maintaining the 
common unit, and that any future ad- 
justment of its value be made only 
by international agreement approved 
by the committee, and express the 
hope that agreement may soon be 
reached on a standard method of 
measuring lights of diverse colors. 

With regard to electrical units, the 
conclusions are that values for the 
ohm in use in different countries are 
so nearly in accord that no adjust- 
ments will be necessary until it is 
found practicable to go over in all 
countries to an ohm based upon abso- 
For the volt, 
however, present values are so dis- 
cordant that they should be checked 
by measurements with the silver 
voltameter. 
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INTERNATIONAL COMPARISON OF 
ELECTRICAL UNITS 


It has been known for several years 
that the values of the electrical units 
in use in different countries were not 
exactly in accord, but an exact deter- 
mination of existing differences was 
difficult because the standards could 
not be transported between countries 
without undergoing some changes. <A 
new type of resistance standard devel- 
oped at the bureau has, however, 
proved free from these changes in 
transit. By means of such resistance 
eoils and of standard cells carefully 
carried by hand, direct comparisons 
have been made between the National 
Bureau of Standards and the national 
laboratories of Germany and of Great 
Britain several times during the last 
three years. These comparisons have 
shown that the British ohm is at least 
2 parts in 100,000 larger than the 
American, while the German unit is 
about the average of the other two. 

The British volt is likewise 2 parts 
in 100,000 larger than the American, 
but for this unit the- German values 
are 6 parts in 100,000 below the Amer- 
ican, or 8 below the British. In meas- 
urements of power or of energy this 
discrepancy is practically doubled; the 
German watt is 13 parts in 100,000 
smaller than the American, and 15 be- 
low the British unit. 

In accordance with recommendations 
of the International Committee on 
Weights and Measures (see preceding 
item) measurements with silver volt- 
ameters to determine the correct “ in- 
ternational” value for the volt have 
been begun in several national labora- 
tories. Fortunately it has been found 
possible to arrange for direct coopera- 
tion between the three laboratories 
mentioned: Dr. George W. Vinal, of 
the National Bureau of Standards, and 
Dr. J. E. P. L. Vigoureux, of the Brit- 
ish National Physical Laboratory are 
now at the German Physikalisch-Tech- 
nische Reichsanstalt carrying out volt- 
ameter measurements and comparing 
groups of standard cells. 


CONFERENCE OF STATE UTILITY 
COMMISSION ENGINEERS 


The ninth annual conference of 
State utility commission engineers 
was held at the bureau on June 4 and 
5, 1931. Twenty-five engineers, repre- 
senting 16 States, the District of Co- 
lumbia, and the Province of Ontario, 
Canada, attended the conference. The 
program was arranged by an execu- 
tive committee consisting of George 
Charlesworth, electrical engineer, rail- 
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road commission, Iowa, chairman; 
A. EH. Davison, transmission engineer, 
Hydro-Electrice Power Commission, 
Ontario, vice chairman; EH. I. Rudd, 
Connecticut; A. B. Greene, Florida; 
and Philander Betts, New Jersey. 

The following papers and report 
were presented: 

Problems arising from lack of com- 
plete commission jurisdiction over 
utility operation, C. B. Hayden, 
Wisconsin. 

Commission methods for handling 
problems of inductive coordination, 
R. BE. Duffy, Missouri. 

Protection and elimination of grade 
erossings, J. G. Hunter, California. 

Uniform rules for bus regulation, 
E. I. Rudd, Connecticut. 

Regulation governing safety in con- 
struction and operation of impound- 
ing dams, G. P. Steinmetz, Wisconsin. 

Some results of Bureau of Stand- 
ards studies of underground corrosion, 
K. H. Logan, National Bureau of 
Standards. 

Rural electrification standards, J. H. 
Mathews, Illinois. 

Gas rates and service, Natural ver- 
sus manufactured gas, F. J. Almgren, 
Alabama. 

Prominent rate decisions, Harry 
Barker, Vermont. 

The treatment of depreciation for 
valuation and accounting, John H. 
Goodwin, Maine. 

Messrs. Almgren, Goodwin, Hunter, 
and Rudd were not present, and their 
papers were read by other members in 
attendance. The papers presented at 
the conference are not available for 
general distribution, but a few copies 
of some of them are available for dis- 
tribution to commission engineers who 
were unable to attend. 

The following engineers were elected 
members of an executive committee to 
make arrangements for the tenth an- 
nual conference in 1932: J. H. Ma- 
thews, Illinois, chairman; H. I. Rudd, 
Connecticut, vice chairman; A. B. 
Greene, Florida; R. H. Nexsen, New 
York; George Charlesworth, Iowa; 
and J. Franklin Meyer, National Bu- 
reau of Standards, secretary. 


CALIBRATION OF STEEL TAPE BENCH 


During recent months a number of 


-invar base-line tapes have been cali- 


prated, when supported throughout, to 
determine the lengths of the 5-meter 
intervals. This provided an opportu- 
nity to check the 5 m intervals of the 
pureau’s bench standard. (“ Bench 
I.”) The results are shown in the fol- 
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lowing table, values obtained in 1912 
and 1922 being shown for comparison: 


Element of calibration of 
Bench I. (Basis that 0 to 


Interval (in meters)| 50 m has zero correction) 


1912 1922 1931 

mm mm mm 
UO D2 aces eee +0. 07 +0. 18 OST 
OORLOS eee teas Sa! +. 19 +. 19 
Dsowosecee= sess —. 28 —. 08 lO 
OO s20 2S eee! 4 —. 22 —. 06 —.10 
US 064 a oe pee —. 16 —x02 —. 06 
Oto SQes Rose —. 29 —.14 —. 23 
O:6G dae ees oo 10 —. 07 —.14 
Oto, 4G... oo22 ese 5 =. 17 —..09 —. 05 
O'torebwer once oe —. 08 —. 03 —-.08 
0 to b02 See Fae 00 - 00 . 00 


The calibrations in 1912 and 1922 
were direct calibrations of the bench, 
using a least squares reduction of the 
observations which were made with 
one steel tape (B. S. No. 1818). In 
1931 the measurements were made for 
the primary purpose of obtaining cor- 
rections to the tapes for which values 
to the 5 m intervals are reported to the 
nearest 0.1 millimeter; but using the 
mean of eight absolutely different de- 
terminations gives a very precise 
value. Probable errors must be used 
with caution in such a ease as this. 
The least accurate value appears to 
be for the interval 0 to 85 for which 
the element of calibration has a prob- 
able error as computed from the eight 
deviations of 0.013 mm (18 microns). 
The interval 0 to 5 m was apparently 
determined with the greatest accu- 
racy, the probable error for its ele- 
ment of calibration being only 0.005 
mm (5 microns). 

The correction to the 50 m interval 
on this bench was also redetermined 
recently. Measurements were made 
using 8 tapes, 7 of which were the 
same as used in the calibration of the 
subintervals. These 8 tapes had been 
measured on the geodetic tape compa- 
rator just prior to this investigation, 
and the length of each of the tapes 
supported throughout was computed 
using the customary catenary formula. 

The length of the 50 m interval of 
this bench is now found to be 50.01136 
m at 20° ©. Taking into account 
simply the deviations of the eight sets 
of measurements, the probable error 
of this result is 0.00002 m (0.02 mm 
or 20 microns). The average devia- 
tion is 0.00008 m, and the maximum 
deviation 0.00012 m. Since the 50 m 
interval of the bench would change 
in length by 0.00002 mm with a 
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change in temperature of 0.03° C., the 
result is more precise than would be 
expected. 

This 50 m interval had been pre- 
viously measured in 1909 and in 1922. 
The values at 20° C. are: 


m 
2O09 LEEDS Se Bee 50. 01120 
$922. Louie ae 50. 01129 
1931.02 28h See 50. 01136 


The 1909 measurements were made 
with 16 invar tapes, a total of 58 sep- 
arate values being obtained with a 
probable error of the mean of these 
comparisons of 0.000011 m (0.011 mm 
or 11 microns) and a computed prob- 
able error of the fian total length of 
0.000030 m (0.030 mm or 30 microns). 

In 1922 the measurements were 
made with six invar tapes by com- 
parison with Bench II, which had 
been tested a short time before. The 
probable error of the comparison of 
the two benches was 0.00003 m (0.03 
mm or 80 microns). 

In examining these results, it ap- 
pears that a check on the calibration 
of the tape benches should be earried 
out about once a decade. These re- 
sults, combined with the results of 
other tests made in recent years on 
the bureau’s bench standards are proof 
that these steel tape benches are 
calibrated to an accuracy which is 
not only entirely adequate for the 
purpose but which is also entitled to 
high rank among physical meas- 
urements. 


METERING LARGE VOLUMES OF AIR 


A recent investigation of meters 
used for measuring large volumes of 
gas will be described in the July 
number of the Bureau ofr STANDARDS 
JOURNAL OF RESEARCH. In this study 
a gas holder 165 feet in diameter 
was used as an absolute standard in 
testing a rotary displacement gas me- 
ter, a 24 by 12 inch Venturi meter, and 
4 square-edged thin-plate orifices in- 
stalled, one at a time, in a smooth 24- 
inch pipe. The tests were made with 
air. 

The temperature of the air in the 
holder, measured by electrical ther- 
mometers, was controlled by flooding 
the holder with a continuous stream 
of water, pumped up from the tank 
and allowed to run down again into 
the tank over the crown and sides. 
The experiments were made at night. 
After the holder had been filled with 
air by a centrifugal booster, the con- 
nections were changed so that the 
booster withdrew air and forced it 
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along the line in which the meters to 
be tested were installed in series. The 
rate of delivery was computed from 
the dimensions and rate of fall of the 
holder and observations of pressure 
and temperature. 

The rated capacity of the rotary 
displacement meter was 200,000 cubic 
feet per hour, and the holder was un- 
desirably large for rates lower than 
this, so that the precision of the meas- 
urements was less than for higher 
rates. Hight tests at rates between 
38,000 and 173,000 cubic feet per hour 
gave a mean coefficient of 0.994, indi- 
cating that the meter ran 0.6 per cent 
fast with respect to the holder. The 
mean departure from the mean was 
+0.4 per cent. 

Sixteen determinations of the adia- 
batic discharge coefficient of the Ven- 
turi, at rates between 307,000 and 612,- 
000 cubic feet per hour, gave values 
from 0.986 to 0.994, with a mean of 
0.990, a mean departure of 0.003, 
and no evidence of a systematic run. 
If two values which appeared intrin- 
sically less reliable than the others 
were omitted, the mean was 0.989 and 
the mean departure was +0.002. The 
limiting factor in the precision was in 
the measurement of the fall of the 
holder rather than the temperature, 
and the four tests in which the meas- 
urements of the fall of the holder at 
the ends of two perpendicular diam- 
eters were most consistent gave the 
values C,=0.988, 0.988, 0.987, and 
0.988. The values of the Reynolds 
number, referred to the throat, varied 
in the 16 experiments between 660,000 
and 1,290,000, with a mean of 870,000, 
the values for the 24-inch pipe being 
about half as large. 

After the Venturi had thus been 
standardized it was used as a meter 
in testing 10 additional orifices. Sup- 
plementary observations were also 
made on the distribution of pressure 
along the pipe wall near the orifices, 
with at least two different rates of 
flow for each of the 14 orifices. 

The most important results of the 
investigation are those relating to the 
discharge coefficients of the orifices. 
When these are so reduced as to be 
comparable with values for water re- 
cently published by R. Witte, the 
agreement is very good. They may be 
summarized as follows: 

Let C be the discharge coefficient, 
defined in terms of ‘“ British absolute” 
or egs. units by the equation 


M=CAY2(pi— p2)p1 


where M=the mass flow; A=the area 
of the orifice; pi: and p2=—the upstream 


77 


and downstream pressures observed at 
points 1 inch from the orifice plate; 
and pi=the density of the air at mu 
and the upstream temperature. 

Let 6=the ratio of the diameter of 
the orifice to that of the pipe; #= 
(Pi—Pz)/P1; and y=C,/C,=the spe- 
cific heat ratio of the gas. Then the 
results obtained may be represented 
within the limits #<0.08 and 0.2<, 
<0.77 by the equation 


C=KY 
in which 


K=0.59T-+0.41 p* 
and 


C=1—(0.40+0.46)2. 
Y 


These relations do not hold outside 
the stated limits of 8 nor for other 
locations of the pressure holes, but 
they probably do hold for consider- 
ably higher values of the fractional 
differential x. 


VISIBLE AND ULTRA-VIOLET ABSORP- 
TION SPECTRA OF CAROTIN AND 
XANTHOPHYLL 


The absorption spectra of equal 
molecular concentrations of pure caro- 
tin and xanthophyll in alcohol-ether 
solution have been studied throughout 
the visible and ultra-violet spectral 
range, and the changes in the absorp- 
tion spectra followed as the pigments 
were allowed to oxidize slowly in 
solution. 

The absorption spectra of the pure 
unoxidized pigments have essentially 
the same structure, and consist each 
of three groups of overlapping and 
partially resolved component bands. 
The bands for xanthophyll are sharper 
and closer together than the corre- 
sponding bands for carotin. By far 
the strongest group of bands for each 
pigment is located in the blue and 
violet regions of the visible spectrum. 
The frequencies (frequency=3X10°/ 
wave length in millimicrons) of the 
components of these strong band 
groups are 602, 636, 672, 708, and 745 
for xanthophyll, and 589, 625, 666, 712, 
and 764 for carotin. The ultra-violet 
band groups are relatively very weak, 
compared with the visible group, and 
the resolution into components is not 
so definitely indicated. The groups are 
centered at frequencies of 903 and 
1,119, respectively, for xanthophyll, 
and at 882 and 1,098, respectively, for 
earotin. It is found, that, within the 
range of uncertainty of the experi- 
mental data, the three groups of com- 
ponent bands for each pigment form 
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a single regular sequence of bands, the 
frequencies of which are well repre- 
sented by the parabolic equation 


y— vo (m—no)? 


wherein vo, no, and @ are constants, 
and n takes successive integral values. 
. A periodic variation of intensity in 
the above progression of component 
bands gives rise to the appearance of 
the definite band groups and to the 
characteristic form of the absorption 
curves. 


During slow oxidation in solution 
the spectrum of each pigment is ob- 
served to pass through the same series 
of changes until oxidation is complete. 
The carotin spectrum does not become 
identical with that of pure xanthophyll 
during this process; so that carotin is 
not oxidized to xanthophyll, as con- 
tended by some previous investigators. 

The oxidation process proceeds in 
two definite stages which are the same 
for both pigments. The first stage 
corresponds to a marked increase in 
the intensity of the midultra-violet 
band group, accompanied by a small 
decrease in the intensity of the other 
bands. This characteristic change 
provides a sensitive test for incipient 
oxidation. During the second stage of 
the oxidation process there occurs a 
very rapid change in the structure of 
the spectrum. The visible band group 
rapidly disappears along with a more 
gradual fading of the ultra-violet 
bands until the characteristic absorp- 
tion spectrum is entirely suppressed. 
These oxidation stages of hydrogena- 
tion observed by Zechmeister and his 
associates * and attributed to the satu- 
ration of two different groups of dou- 
ble bonds in the molecule. 

The oxidation experiments also lend 
support to the contentions of Schertz * 
and others that the series of yellow 
xanthophylls described by Tswett as 
different pigments represent only dif- 
ferent stages in the oxidation of a sin- 
gle pigment. Tswett’s description of 
his xanthophylls is based principally 
on the positions of absorption bands in 
the visible spectrum. These positions 
are shown to correspond closely to 
successive changes in the absorption 
spectrum of xanthophyll during the 
slow oxidation process in solution. 

The complete report on this subject 
will be published in the July number 


of the BuREAU OF STANDARDS JOURNAL } 


OF RESEARCH. 


3 Ber. d. Deut. Chem. Gesell., 61, pp. 566, 
1534, 2003; 1928; 62, p. 2926 : 1929. 
‘Plant Physiology, 4,°p, 33875 1929. 
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DOMINANT WAVE LENGTH AND PURITY 
OF COLOR STIMULUS 


In order to compute the dominant 
wave length and purity of a color 
stimulus by means of the “ excitation ” 
data of the Optical Society of America, 
two values must be obtained by inter- 
polation. The adoption of the oscula- 
tory formula for this interpolation per- 
mits the computations to be made with 
perfect reproducibility. Each of the 
O. S. A. curves by this method is rep- 
resented as a series of parabolas of 
the fifth degree which join at the 
values specified at every 10 millimi- 
crons, so as to have a common slope 
and. curvature at the junction point. 


_Interpolated values have been com- 


puted according to this formula for 
every millimicron. Tables giving these 
data will be published in the July 
number of the BUREAU OF STANDARDS 
JOURNAL OF RESEARCH. 


MEASUREMENT OF LENARD RAYS 


An investigation is described in the 
July number of the BUREAU OF STAND- 
ARDS JOURNAL OF RESEARCH in which 
the correct measurement of the elec- 
tron output (Lenard current) from 
high-voltage cathode-ray or Lenard- 
ray tubes is attempted. 

The evidence presented shows that a 
Faraday chamber of proper dimensions 
may be used to measure the Lenard- 
ray current, which at any point is 
shown to be a linear function of the 
total tube current. ‘The open-plate 
method of measuring Lenard currents 
yields results which are consistently 
too low, although under the conditions 
here used they bear a constant rela- 
tionship to the Faraday-chamber meas- 
urements. The open-plate measure- 
ments are, therefore, also a linear 
function of the total tube current. 
The condenser method of measurement 
(Thaller) yields measurements above 
or below those of the Faraday chamber 
depending upon the relationship of 
the atomic numbers of the two plates. 
Moreover the current measured by this 
method is not a linear function of the 
total tube current, and hence does not 
bear a constant relationship to the 
Faraday-chamber measurements under 
the conditions used. Measurements of 
the range of scattered electrons from 
Lenard tubes operating at about 160 
ky. peak, indicate a maximum of about 
15 mm. in air which is equivalent to 
an energy of about 60 electron kilo- 
volts. By means of a variable Fara- 
day chamber described, it is possible 
to obtain a measure of the velocity 
distribution of the scattered electrons. 
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DENSITY VERSUS COMPOSITION OF 
SODA-SILICA GLASSES 


The studies on the relations between 
composition and density of soda-silica 
glasses has been continued, and some 
conclusions quite different from those 
previously reported in ‘TECHNICAL 
News BuLLetin No. 159 (July, 1930) 
have been reached. The method of 
preparation of the glasses is described 
in the previous reference. Fourteen 
additional glasses were made, and it 
now seems that relations between 
density and composition can be more 
accurately expressed by a series of 
linear equations than by the exponen- 
tial equation formerly given. The 
specific volume (reciprocal of density) 
can be computed from V~a:A+b,B, 
in which V is specific volume, A and B 
are the percentages of silica and soda, 
respectively, and the values of the 
constants aq and 0: are as follows in 
the indicated silica ranges: 


Silica range (in per cent) a1 b1 

DELO (OG 4a Se oan ote Se 0. 0042520 | 0. 0035370 
FOMenO GOLoes oe ee . 0043028 . 0034628 
OSS re 9s Sr . 0043922 . 0032872 
PEUOMLOO ss ta cease cae . 0045400 . 0028460 


Of the 27 glasses on which these 
conclusions are based, 5 were in the 
first group, 6 in the second, 7 in the 
third, and 9 in the fourth. The aver- 
age deviation X10* in these four 
groups is 9, 7, 6, and 8, respectively, 
the average deviation for the entire 
series being 7. The maximum devia- 
tion is 17. 

It is interesting to note that the 
limiting silica values for the four 
groups mentioned above correspond 
quite closely to definite molecular 
ratios between silica and soda. 

Similar results were obtained for re- 
lations between compositions and 
refractivities of these glasses and it 
seems quite probable that changes in 
density and refractivity of soda-silica 
glasses with composition can not be 
expressed by a single exponential equa- 
tion or a single smooth curve, but that 
they should be expressed by simple 
equations or straight lines intersecting 
at certain molar compositions. 


VOLUME CHANGES DUE TO 
WEATHERING 


Two years ago representative sam- 
ples of wall tile, terra cotta, and 
dinner ware were selected and some 
of each kind were subjected to the 
autoclave test at the Columbus branch 
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of the bureau. Others were placed in 
a moisture saturated atmosphere and 
a third group exposed to the weather. 

At the end of one year the samples 
exposed to the weather and those kept 
in the jar were measured and the per- 
manent percentage increase in length 
was found to approximate roughly the 
findings by autoclave treatment, in 
Some cases exceeding it and in some 
not reaching it. The samples in the 
jar showed increases much the same 
as those exposed to the weather, in 
several cases slightly in excess, 

The measurements at the end of the 
Second year have just been completed. 
In all cases except one the outdoor 
samples show figures well in excess of 
those subjected to the autoclave treat- 
ment, and the one exception is slightly 
below. The same is true in the case 
of those kept in the jar, all except one 
being in excess of the autoclaved 
samples. The exception here is not 
the same as the exception mentioned 
in connection with the outdoor 
samples. 

More than half of the cases in the 
jar showed somewhat greater in- 
creases than the corresponding cases 
exposed to the weather. 


SOIL CORROSION STUDIES DURING 1930 


During 1980 the bureau removed 
specimens representing 17 pipe ma- 
terials from 70 soils. Most of the 
specimens are 8 years old, but 6, 4, and 
2 year specimens are among those 
examined. The results of the examina- 
tion of these specimens will be pub- 
lished in the July number of the Bu- 
REAU OF STANDARDS JOURNAL OF RE- 
SEARCH. The data are so varied and 
the factors affecting them so diverse 
that an understanding of the details 
of the experiment is essential to a full 
appreciation of the significance of the 
data. There are, however, a number 
of conclusions which are evident from 
even a casual examination of the data. 
As in the two previous reports, it ap- 
pears that soil characteristics rather 
than the variety of the ferrous speci- 
mens tested control the character and 
amount of corrosion. In some soils 
one material or group of materials 
appears superior, but in another soil 
the reverse may ‘be true, and as yet 
no one material has been shown to be 
best for all soil conditions. In a large 
number of soils it seems probable that 
any well-made material will give satis- 
factory service. Rates of corrosion 
appear to vary from year to year, as 
do apparent relative merits of ma- 
terials, and for this and other reasons 
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it is believed that comparisons of ma- 
terials should not be made until addi- 
tional data have been secured. 

A statistical study of the data shows 
that the standard error for the average 
performance of any one material in 
all soils is between 6 and 10 per cent. 
Considering the character of the inves- 
tigation and the number of uncon- 
trolled variables that influence the 
rates of corrosion, the precision of the 
data appears somewhat better than 
was expected. It should be remem- 
bered, however, that the data record 
only what has happened and not what 
will be the result at the conclusion of 
the work. 

Rates of corrosion appear to de- 
crease as the specimens grow older. 
As the rate of decrease has not been 
established for most of the soils under 
consideration, the life of the material 
in a given soil can not be predicted at 
this time. Indications are that for 
corrosive soils unless a_ satisfactory 
protective coating is assured it is ad- 
visable to use a pipe with a compara- 
tively thick wall, since, whatever the 
material used, doubling the wall thick- 
ness will more than double the useful 
life of the pipe. 

The data now available are helpful 
in the development of methods for 
making soil corrosion surveys. The 
purpose of such surveys is to predict 
the amount and character of coatings 
needed for the protection of pipe lines 
about to be laid or reconditioned. 

Supplementary soil corrosion studies 
indicate that in well-defined soil series 
the corrosiveness is characteristic of 
the series, and rough estimate of the 
corrosion to be expected at any loca- 
tion within the series can be predicted 
upon experience elsewhere in_ that 
series. This indicates that ultimately 
the soil survey made by the Depart- 
ment of Agriculture will be helpful in 
determining the seriousness of soil 
action to be expected in mary sections 
of the country. 


ANALYSES OF SALTS USED FOR CURING 
HIDES AND SKINS 


Stains and blemishes on hides and 
skins are a source of loss and annoy- 
ance to producers of leather. The 
presence of these imperfections often 
prevents the finishing of the leather 
in the desired colors and also causes a 
lack of uniformity in color which 
necessitates a lower quality grading 
of the material than would otherwise 
be the case. Unsatisfactory methods 
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of curing hides and skins contribute 
to the formation of stains, and trou- 
bles of this nature have been attrib- 
uted to impurities existing in the salts 
used. In considering the seriousness 
of the problem, the Calf Tanners’ As- 
sociation raised the question as to the 
amounts of impurities occurring in 
the original salt (as distinguished 
from used salt) and requested the 
cooperation of the National Bureau of: 
Standards in securing the information. 

Twenty-nine representative samples 
of mined and evaporated salts pro- 
duced in different geographical loca- 
tions within the United States and 
used for curing hides and skins were 
selected for examination. The mini- 
mum and maximum amounts of the 
different chemical constituents which 
were determined quantitatively are 
given in the following table: 


Minimum and mazimum amounts of 
the important constituents of rock 
and evaporated salts 


Type of salt 


Chemical Rock Evaporated 
constituents 
Mini- | Maxi-| Mini- | Maxi- 
mum} mum | mum | mum 
Per Per Per Per 
cent cent cent cent 
MoIstures.ce 2 thee 0. 01 0. 12 0.17 2. 51 
Insolubles__..-.-_-_- 20 | 1.90 . 00 . 50 
Tron (Pe)uS rt e- . . 0003} .0000} .0002 
Calcium (Ca) 1_._-_- . 09 Al 222 .49 
Magnesium (Mg)!___}| .00 .O1 .O1 . 08 
Sulphate (SO,4)!___ 2. bl 6 . 74 . 42 . 67 
Carbonate (CQO3).__-| .00 . 00 . 00 . 05 


1JIn four samples of evaporated Ohio River salt, 
the calcium varied from 0.55 to 2.01, the mangesium 
varied from 0.24 to 1.00, and nosulphate was present, 


Four samples were examined for 
insoluble iron and the amounts found 
varied from 0.0017 to 0.0123 per cent. 
Aluminum and silicate did not exceed 
0.005 per cent in any sample. Qualita- 
tive tests showed arsenic and phos- 
phate to be absent from all samples 
and boron to be present in minute 
quantities in two samples. 

The work also included the analyses 
of six samples of foreign salts. One 
of these was a commercial denatured 
salt which contained 0.07 per cent of 
oil as determined by extraction with 
petroleum ether. Another salt was de- 
natured with sodium carbonate as in- 
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dicated by the high carbonate content 
found of 2.63 per cent. 

The results are presented for the in- 
‘formation of those interested in the 
influence of curing salts upon the for- 
mation of stains and blemishes. The 
report of this work was published in 
the Journal of the American Leather 
Chemists Association, Vol. XXVI, No. 
6, June, 1931. 


RELATION OF PAPER-MAKING PROC- 
ESSES TO STABILITY OF PAPERS 


In connection with semicommercial 
experiments on the manufacture of 
bond types of papers from highly 
purified wood fibers, a study was made 
of the effect of the common variables 
in paper making, such as hydration, 
Sizing materials, and alum, on the 
probable permanence of papers made 
from this fiber. The stability of the 
papers was measured by heating them 
at 100° C. for 72 hours and finding 
the degree of loss in desirable physical 
and chemical properties. 


The amount of beating required to 
produce the desired strength and other 
characteristics in the papers was 
found to have no adverse effect upon 
their chemical properties and stabil- 
ity. The unsized papers had practi- 
cally the same stability as the un- 
beaten pulp. 


The stability of the papers was 
found to be definitely related to the 
amounts of rosin-sizing materials 
used. The use of excessive amounts 
of alum, which imparts acidity to 
paper, markedly decreased the stabil- 
ity of the papers, and the like effect, 
but to a lesser degree occurred with 
rosin. The minimum amounts of 
these sizing materials required for op- 
timum writing quality were 1 per cent 
of rosin and sufficient alum to main- 
tain the paper stock at 5 pH, and 
with these amounts papers of com- 
paratively good stability were ob- 
tained. Modified beater-sizing starch, 
whether prepared by acid hydrolysis 
or by oxidation, had no deleterious 
effect on the stability of the papers. 


Data illustrative of these findings 
are given in the table. Similar 
studies are being included in paper- 
making experiments on the other 
types of paper-making fibers. 
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Stability of experimental papers pro- 
duced from highly purified wood 
fiber 

CDE MTA SE Ua HS Ea ARe) ib ide AAU 


Effect of heating 
for 72 hours at 


f Reten- 


A ie pHo Decrease 
Kind of sizing paper| | ack be in alpha 
éndur cellulose 

ance in | Content 

percent-| 12 per- 

age of centage 
initial of initial 
‘Umsized tae ee ee 6.6 96 0.5 
: 5.5 69 1.4 
nat (2 per cent)______._ { 3.8 35 6.6 
Rosin (24 per cent)_______ 4,9 81 Vat 


Rosin (4% per cent), sur- 

face sized with glue 

without alum__________ 5.0 90 as 
Rosin (14 per cent), sur- 

face sized with glue 

containing alum________ 4.6 86 5 


NEW_AND REVISED PUBLICATIONS 
ISSUED DURING JUNE, 1931 


Journal of Research *® 


Bureau of Standards Journal of Re- 
Search, Vol. 6, No. 6, June, 1931. 
(RP. Nos. 314 to 328, inclusive.) 
Price, 40 cents. Obtainable by sub- 
Scription ; see footnote. 


Research Papers *® 
(Reprints from Journal of Research) 


RP292. Variations caused in heating 
curves of glass by heat treatment: 
A. Q. Tool and ©. G. Hichlin. Price, 
10 cents. 

RP293. On the vibration of U bars; 
G. H. Keulegan. Price, 10 cents. 
RP294. Laundry ‘“ winter damage”; 

J. B. Wilkie. Price, 10 cents. 


5 Send orders for publications under this 
heading with remittance only to the Super- 
intendent of Documents, Government Print- 
ing Office, Washington, D. C. Subscription 
to TECHNICAL NEWS BULLETIN, 25 cents per 
year (United States and its possessions, 
Canada, Cuba, Mexico, Newfoundland, and 
Republic of Panama), other countries, 40 
cents. Subscription to JOURNAL OF RkE- 
SEARCH, $2.75 per year; other countries, 
$3.50. Subscription to COMMERCIAL STAND- 
ARDS MONTHLY, $1 per year; other coun- 
tries, $1.25. 
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RP295. The determination of the alpha 
cellulose content and copper number 
of paper; J. O. Burton and R. H. 
Rasch. Price, 10 cents. 

RP296. The structure of the are spec- 
trum of zirconium; C. C. Kiess and 
H. K. Kiess. Price, 15 cents. 

RP297. Radiation from metals bom- 
barded by low-speed electrons; F. L. 
Mohler and C. Boeckner. Price, 5 
cents. 

RP298. Pipe-line currents and soil re- 
sistivity as indicators of local corro- 
Sive soils areas; H. R. Shepard. 
Price, 15 cents. 

RP299. Two new crystalline difructose 
anhydrides from hydrolyzed inulin; 
R. F. Jackson and E. McDonald. 

_ Price, 5 cents. 

RP300. Measurement of fiber diam- 
eters by the diffraction method; 
H. J. MeNicholas and H. J. Curtis. 
Price, 10 cents. 

RP301. Wind pressure on a model of 
a mill building; H. L. Dryden and 
G. C. Hill. Price, 10 cents. 

RP302. Stabilization of boric acid 
buffers by aeration; EH. H. Fawcett 
and S. F. Acree. Price, 5 cents. 


Handbooks* 
Price, 10 


H15. X-ray protection. 
cents. 


Simplified Practice Recommendations ° 


R117-30. Packaging of dental plaster, 
investment and _ artificial stone. 
Price, 5 cents. 

R119-31. Fast-selvage terry towels 
(Turkish towels). Price, 5 cents. 
R120-31. Ice cream brick molds and 

eartons. Price, 5 cents. 


Commercial Standards * 
CS6-31 (Revision 


Wrought-iron pipe nipples. 
cents. 


of CS6-29). 
Price, 5 


Commercial Standards Monthly * 


Commercial Standards Monthly, Vol. 
7, No. 12; M June, 1931. Price, 10 
cents. Obtainable by subscription; 
see footnote. 
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Technical News Bulletin® 


Technical News Bulletin No. 170, 
June, 1931. Price, 5 cents. Obtain- 
able by subscription; see footnote. 
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The unit of electrical resistance; past 
history and impending change. H. B. 
Brooks; Preprint of paper to be 
presented at summer convention of 
American Institute of Electrical En- 
gineers (New York, N. Y.), June 22 
to 26, 1931. 

Benefits forecast from conference on 
weight laws. Ralph W. Smith; 
United States Daily (Washington, © 
D. C.), Vol. VI, No. 82, p. 2; June 8, 
1931. 

Thermische ausdehnung von magne-— 
sium und magnesiumlegierungen. 
P. Hidnert and W. 'T. Sweeney 
(translated into German by Dr. Ing. 
Max Haas, Aachen, Germany) ; Zeit- 
schrift ftir Metallkunde (Berlin, 
Germany), Vol. 21, p. 207; 1929. 

Altitude laboratory tests of aircraft 
engines. H. K. Cummings and H. A. 
Garlock ; Preprint of paper presented 
at fifth national meeting, American 
Society of Mechanical Engineers, 
aeronautic division (New York, 
N. Y.), May 12 to 14, 1931. 

Altitude flights. H. B. Henrickson; 
Aero Digest (New York, N. Y.), Vol. 
18, No. 6, p. 42; June, 1931. 

On the direct determination of soda in 
soda-lime glasses by precipitation as 
uranyl zine sodium acetate. F. W. 
Glaze; Journal, American Ceramic 
Society (Columbus, Ohio), Vol. 14, 
No. 6, p. 450; June, 1931. 

What simplified practice has done for 
the construction industry. HEH. W. 
Ely; Mid Continent Purchasor 
(Tulsa, Okla.), Vol. 11, No. 23; May 
1931. . 
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intendent of Documents, Government Print- 
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